To:  Chavez,  Luke[Chavez. Luke@epa.gov];  McClain-Vanderpool,  Lisa[Mcclain- 

Vanderpool.Lisa@epa.gov];  Cynthia  Peterson[peterson. cynthia@epa.gov];  Cristiano, 
Gina[Cristiano. Gina@epa.gov];  Thomi,  Wendy[Thomi.Wendy@epa.gov] 

Cc:  Smith,  Paula[smith. paula@epa.gov] 

From:  Faulk,  Libby 

Sent:  Sat  8/8/201 5 1 2:29:22  AM 

Subject:  FW:  Mistake  on  Website 


Not  sure  who’s  working  on  the  OSC  website  but  there’s  a correction  that  needs  to  be  made. 
Libby 


Libby  Faulk,  Program  Manager 

Public  Affairs  and  Community  Involvement 

US  EPA,  Region  8 

1595  Wynkoop  Street 

Denver,  CO  80202 

faulk.libbv@epa.gov 

303-312-6083 


From:  Flannery  O'Neil  [mailto:foneil@sjbhd.org] 
Sent:  Friday,  August  07,  2015  5:55  PM 
To:  Faulk,  Libby 
Subject:  Mistake  on  Website 


Website  says  Durango  (San  Juan  County).  It  should  either  read  Silverton  (San  Juan  County)  - that  is 
where  incident  was  or  here  Durango  (La  Plata  County). 


Flannery  O’Neil,  MPH 

Health  Planner  and  Communications  Director 
San  Juan  Basin  Health  Department 
(970)335-2087 
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